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November 9, 1989 


Dr, William L. Steele 
Tobacco Institute Testing Laboratory 
2 Taft Court, Suite 201 
Rockville, MD 20850 

RE: Industry Monitor #13 

Dear Bill: 

I was requested by Bill Kuhn to supply you with our monitor data 
for the last week of October. I have tabulated the TPM, nicotine, 
water, tar, puff count and CO data in the attached tables. 

Looking forward to reviewing our data in conjunction with the 
other participating laboratories. 


Sincerely yours, 

J. E. Wickham, Manager 

Cigarette Testing Services 
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